









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-4040 Radio Transmitters BC-1149 and BC-1149-A (Target): Repair Instructions (1945),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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WAR DEPARTMENT

D E C E M B E R 1945

TM 11-4040, Radio Transmitters BC-1149 and BC-1149-A (Target), Repair Instructions, is published for the information and guidance of all concerned. {AG 300.7 (3 Aug 45)]

By ORDER OF THE SECRETARY OF WaR:

EDWARD F. WITSELL Chief of Staff Major General Acting The Adjutant General

OFFICIAL: DWIGHT D. EISENHOWER


DISTRIBUTION:

AAF (5); AGF (5); ASF (2); T of Opns (5); Dept (2); Base Comd (2); Island Comd (2); Arm & Sv Bd (1);S Div ASF (1); Tech Sv (2); Sv C (2); Air Tech Sv C (2); Dep 11 (2); Lab 11 (2); 4th Ech Maint Shops 11 (2); 5th Ech Maint Shops 11 (2); T/O & E 11-107 (8); 11-127 (3); 11-587 (3); 11-592 (3); 11-597 (3). |

Refer to FM 21-6 for explanation of distribution formula.
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